M/l' 


. 


UMASS/AMHERST 


31E0LL    D27D    752b    3 


/ 


PUBLICATIONS  OF  THE 
TECHNICAL  SERVICES 
SECTION 


*• 


Ct 


LL±t 


'•»'* 


J  <*.y 


1 963  - 1 992 


Department  of  Environmental  Protection 

DIVISION  OF  WATER  POLLUTION  CONTROL 

Brian  M.  Donahoe,  Director 


Publication  No.  17191  -  43  -  200  -  9/92  - .  cost  per  copy  -  .95  -  C.R. 
Approved  by:  Philmore  Anderson  III ,  State  Purchasing  Agent 


NOTICE  OF  AVAILABILITY 


LIMITED  COPIES  OF  THIS  REPORT  ARE  AVAILABLE  AT  NO  COST  BY  WRITTEN  REQUEST  TO 


MASSACHUSETTS  DEPARTMENT  OF  ENVIRONMENTAL  PROTECTION 

DIVISION  OF  WATER  POLLUTION  CONTROL 

TECHNICAL  SERVICES  SECTION 

P.O.  BOX  116 

40  INSTITUTE  ROAD 

NORTH  GRAFTON,  MA   01536 


Furthermore,  at  the  time  of  first  printing,  eight  (8)  copies  of  each  report 
published  by  this  office  are  submitted  to  the  State  Library  at  the  State  House 
in  Boston;  these  copies  are  subsequently  distributed  as  follows: 

•  On  shelf;  retained  at  the  State  Library  (two  copies); 

•  microfilmed;  retained  at  the  State  Library 

•  delivered  to  the  Boston  Public  Library  at  Copley  Square; 
■  delivered  to  the  Worcester  Public  Library; 

•  delivered  to  the  Springfield  Public  Library; 

•  delivered  to  the  University  Library  at  UMASS,  Amherst; 

•  delivered  to  the  Library  of  Congress  in  Washington,  D.C. 

Moreover,  this  wide  circulation  is  augmented  by  inter-library  loans  from  the 
above-listed  libraries.  For  example,  a  resident  of  winchendon  can  apply  at  the 
local  library  for  loan  of  the  Worcester  Public  Library's  copy  of  any  DWPC/TSS 
report . 

A  complete  list  of  reports  published  since  1963  is  updated  annually  and  printed 
in  July.  This  report,  entitled  "Publications  of  the  Technical  Services  Section, 
1963-(current  year),"  is  also  available  by  writing  to  the  TSS  office  in  North 
Grafton. 


PUBLICATIONS  OF  THE 

TECHNICAL  SERVICES  SECTION 

1963  -  1992 


Technical  Services  Section 

Massachusetts  Division  of  Water  Pollution  Control 

Department  of  Environmental  Protection 

North  Grafton  and  Boston 


Massachusetts  Executive  Office  of  Environmental  Affairs 

Susan  F.  Tierney,  Secretary 

Department  of  Environmental  Protection 
Daniel  S.  Greenbaum,  Commissioner 

Division  of  Water  Pollution  Control 
Brian  M.  Donahoe,  Director 


August  1992 

Cover 
State  Seal  of  Massachusetts 


TITLE : 
DATE: 
AUTHOR : 


Publications  of  the  Technical  Services  Section  1963-1992 

August   20,  1992 

Anonymous 


REVIEWED  AND  APPROVED  BY: 


(Zc^^JiQ. 


Alan  N.  Cooperjfcan,  M.S.,  P.E. 
Environmental  Engineer  VI 
Supervisor,  Technical  Services  Section, 
North  Grafton 


Russell  A.  Isaac,  Ph.D.,  P.E. 
Assistant  Chief  Engineer 
Technical   Services   Section, 
Boston 


li 


Digitized  by  the  Internet  Archive 

in  2012  with  funding  from 

Boston  Library  Consortium  Member  Libraries 


http://archive.org/details/publicationsofteOOmass 


TABLE  OF  CONTENTS 

ITEM  PAGE 

ABSTRACT  V 

COMMONWEALTH  OF  MASSACHUSETTS  DRAINAGE  SYSTEMS  MAP  vi 

COMMONWEALTH  OF  MASSACHUSETTS  RIVER  BASINS  AND  COASTAL  vii 
DRAINAGE  AREAS  MAP 

SUMMARY  OF  REPORT  TYPES  viii 

I .  INTRODUCTION  1 

II.  WATER  QUALITY  PUBLICATIONS  LISTING  2 

Hudson  Drainage  System  2 

Hoosic  River  Basin  2 

Housatonic  Drainage  System  3 

Housatonic  River  Basin  3 

Connecticut  Drainage  System  4 

Farmington  River  Basin  4 

Westfield  River  Basin  4 

Deerfield  River  Basin  5 

Connecticut  River  Basin  6 

Millers  River  Basin  7 

Chicopee  River  Basin  8 

Thames  Drainage  System  9 

Quinebaug  River  Basin  9 

French  River  Basin  9 

Narragansett  Bay  Drainage  System  11 

Blackstone  River  Basin  11 

Ten  Mile  River  Basin  12 

Mount  Hope  Bay  Drainage  System  13 

Mount  Hope  Bay  (Shore)  Drainage  Area  13 

Taunton  River  Basin  14 

Boston  Harbor  Drainage  System  15 

Mystic  River  Basin  and  Coastal  Drainage  Area  15 

Charles  River  Basin  and  Coastal  Drainage  Area  16 

Neponset  River  Basin  and  Coastal  Drainage  Area  17 

Weymouth  and  Weir  River  Basins  and  Coastal  Drainage  Area  18 

Boston  Harbor  Drainage  System  18 

Merrimack  Drainage  System  19 

Nashua  River  Basin  19 

Concord  River  Basin  2  0 

Shawsheen  River  Basin  22 

Merrimack  River  Basin  and  Coastal  Drainage  Area  22 

Coastal  Drainage  System  23 

Parker  River  Basin  and  Coastal  Drainage  Area  2  3 

Ipswich  River  Basin  and  Coastal  Drainage  Area  23 

North  Shore  Coastal  Drainage  Area  24 

South  Shore  Coastal  Drainage  Area  25 

Buzzards  Bay  Coastal  Drainage  Area  2  5 

Cape  Cod  Coastal  Drainage  Area  26 

Islands  Coastal  Drainage  Area  27 


in 


TABLE  OF  CONTENTS  (CONTINUED) 

ITEM  PAGE 

III.    MISCELLANEOUS  PUBLICATIONS  LISTING  28 

Statewide  2  8 

Regional  33 


»v 


ABSTRACT 

An  index  of  583  scientific  and  technical  reports  published  by  the  Massachusetts 
Division  of  Water  Pollution  Control  during  the  years  1963-1992  has  been  compiled. 
Each  report  is  catalogued  chronologically  by  content  and  drainage  area.  Reports 
are  further  referenced  by  specific  subject  categories  pertaining  to  water  quality 
survey  data,  wastewater  discharge  survey  data,  water  quality  analysis,  water 
quality  management  plans,  and  lake  and  pond  studies.  Several  miscellaneous 
subject  documents  published  during  these  years  are  also  indexed.  A  summary  of 
report  types  is  provided. 
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PUBLICATIONS  OF  THE  TECHNICAL  SERVICES  SECTION 

1962  -  1992 

Summary  of  Report  Types 


BASIN/DRAINAGE  AREA 


PERIOD 

OF 
RECORD 


REPORT  CATEGORY 
AB   ABC   AC    B    BC    C   CD 


Hudson  Drainage  System 
Hoosic  River  Basin  (11) 

Housatonic  Drainage  System 
Housatonic  River  Basin  (21) 

Connecticut  Drainage  System 
Farmington  River  Basin  (31) 
Westfield  River  Basin  (32) 
Deerfield  River  Basin  (33) 
Connecticut  River  Basin  (34) 
Millers  River  Basin  (35) 
Chicopee  River  Basin  (36) 

Thames  Drainage  System 

Quinebaug  River  Basin  (41) 
French  River  Basin  (42) 
(French  and  Quinebaug 
Basins  (41/42)) 


1965-86 


1963-85 


1974-89 
1965-90 
1965-88 
1966-83 
1965-87 
1966-90 


1968-89 
1975-87 

1963-85 


1 
2 
2 
8 
6 
6 


3 

1 
1 
3 
2 


4 
7 
5 
8 
4 


3   - 


-  1 

2  - 

2  - 

1  - 

2  - 
1  - 


Narragansett  Bay  Drainage  System 

Blackstone  River  Basin  (51)     1962-89 
Ten  Mile  River  Basin  (52)      1964-85 


Mount  Hope  Bay  Drainage  system 
Mount  Hope  Bay  (Shore) 

Drainage  Area  (61) 
Taunton  River  Basin  (62) 

Boston  Harbor  Drainage  system 
Mystic  River  Basin  and 

Coastal  Drainage  Area  (71) 
Charles  River  Basin  and 

Coastal  Drainage  Area  (72) 
Neponset  River  Basin  and 

Coastal  Drainage  Area  (73) 
Weymouth  and  Weir  River 

Basins  and  Coastal  Drainage 

Area  (74) 
Boston  Harbor  Drainage 

System  (7) 

Merrimack  Drainage  System 
Nashua  River  Basin  (81) 
Concord  River  Basin  (82) 
shawsheen  River  Basin  (83) 
Merrimack  River  Basin  and 
Coastal  Drainage  Area  (84) 

Coastal  Drainage  System 
Parker  River  Basin  and 

Coastal  Drainage  Area 

Ipswich  River  Basin  and 

Coastal  Drainage  Area 

(Parker  and  Ipswich  Basin 
and  Coastal  Drainage 
Areas  (91/92) 

North  Shore  Coastal  Drainage 

Area  (93) 
South  Shore  Coastal  Drainage 

Area  (94) 
Buzzards  Bay  Coastal  Drainage 

Area  (95) 
Cape  Cod  Coastal  Drainage 

Area  (96) 
Islands  Coastal  Drainage 

Area  (97) 


1970-75 
1964-88 


8 

5    1 


2   - 


1 
3 


2   - 


(91) 

1968-84 

1 

- 

- 

1 

(92) 

1968-90 

2 

1 

1 

1 

Basins 

e 

1976-81 

1 

_ 

_ 

_ 

1975-90  5  1 

1968-89  2  4 

1971-88  7 

1976-83  -  1 

1975-88  1  1 


1 

1     3 

5 

1 

1     1 


-  1 

2  - 

3  - 

1  - 


1 
2 
2 
2 
2 


1 
1 

1 
1 
8 


2    5 
1    1 


1 
4    3 


1 

3  1 
1  2 
1  3 
1 


TOTAL 


18 


22 


4 
14 
16 
18 
22 
27 


6 
2 

16 


26 
19 


3 
26 


1967-88 

5 

- 

- 

1 

1 

- 

1 

- 

- 

2 

10 

1967-90 

8 

2 

2 

2 

7 

- 

3 

- 

2 

4 

30 

1973-86 

2 

- 

1 

- 

2 

- 

1 

- 

- 

- 

6 

1975-82 

1 

1 

1 

3 

1969-88 

1 

6 

1 

- 

5 

- 

- 

- 

- 

1 

14 

1968-89 

5 

3 

1 

5 

3 

. 

2 

4 

23 

1965-90 

7 

2 

4 

- 

4 

- 

3 

- 

4 

8 

32 

1968-89 

2 

- 

- 

1 

- 

- 

- 

1 

- 

- 

4 

1968-90 

4 

2 

4 

_ 

5 

_ 

3 

2 

1 

2 

23 

9 

16 

18 

7 

5 


Totals 


112   51 


26   10   109 


40   6 


39   58 


Miscellaneous  Statewide  Publications 
Miscellaneous  Regional  Publications 

TOTAL 


452 

118 

13 

583 


Denotes  earliest  and  most  recent  survey  year 
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I .   INTRODUCTION 

This  report  contains  an  index  of  583  selected  documents  published  by  the 
Technical  Services  Section  (formerly,  the  Water  Quality  Section,  Water  Quality 
and  Research  Section  and,  more  recently,  the  Technical  Services  Branch)  of  the 
Massachusetts  Division  of  Water  Pollution  Control  during  the  Commonwealth's 
Fiscal  Years  1963-1992,  inclusive. 

The  intent  of  this  report  is  to  provide  a  bibliographic  index  of  the  Division's 
scientific  and  technical  publications  for  use  by  those  individuals  seeking  data 
relating  to  the  chemical  and  biological  quality  of  the  Commonwealth's  water 
resources. 

In  order  to  facilitate  informational  searching  each  report  contained  herein  has 
been  catalogued  chronologically  by  subject-matter  and  drainage  areas  (see: 
Figures  1  and  2)  in  accordance  with  the  Division's  resource  assessment  and 
planning  programs . 

Several  specific  categories  of  water  quality  reports  are  recognized,  and  each 
related  publication  is  indexed  according  to  the  following  scheme: 

A  -  Water  Quality  Survey  Data  (data  compilation) 

B  -  Wastewater  Discharge  Survey  Data  (data  compilation) 

C  -  Water  Quality  Analysis  (data  summary  and  interpretation) 

D  -  Water  Quality  Management  Plans  (regulatory) 

E  -  Baseline  and  Intensive  Lake  and  Pond  Studies  (data  summary 
and  interpretation) . 

Combinations  of  these  categories  (e.g.,  AB,  CD)  often  occur.  Reports  recorded 
as  "miscellaneous"  are  indexed  as  statewide  or  regional,  accordingly. 


II.   WATER  QUALITY  PUBLICATIONS  LISTING 

HUDSON  DRAINAGE  SYSTEM  (1) 
HOOSIC  RIVER  BASIN  (11) 

11-A-l    Hoosic  River  Water  Quality  Monitor  Data.   1968  and  1969.   23  p.,  22 
figs . 

ll-A-2    Hoosic  River  Basin  Water  Quality  Survey  Data.   1973.   54  p.,  21  tables, 
14  figs. 

ll-A-3    Hoosic  River  Basin  Water  Quality  Survey  Data.   1977.  77  p.,  24  tables, 
19  figs. 

ll-A-4    Hoosic  River  Basin  Water  Quality  Survey  Data.   1977  and  1978.   84  p., 
26  tables,  23  figs. 

ll-A-5   Hoosic  River  Basin  Water  Quality  Survey  Data.  1982.  46  p.,  24  tables, 
4  figs . 

11-AB-l   Hoosic  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1965.   42  p.,  24  tables,  4  figs. 

ll-AB-2   Hoosic  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 

1985.  vii  +  52  p.,  40  tables,  2  figs. 

ll-AB-3   Hoosic  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 

1986.  vii  +  38  p.  +  appendices,  20  tables,  7  figs. 

11-B-l    Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.   1973.   45  p.,  27 
tables,  1  fig. 

ll-B-2   Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.   1976.   21  p.,  8 
tables,  1  fig. 

ll-B-3    Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.   1977.   25  p.,  15 
tables,  1  fig. 

ll-B-4    Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.   1977  and  1978. 
34  p.,  20  tables,  1  fig. 

ll-B-5   Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.   1979,  1980  and 
1981.   19  p.,  7  tables,  1  fig. 

ll-B-6    Hoosic  River  Basin  Wastewater  Discharge  Survey  Data.  1982.   24  p.,  11 
tables,  1  fig. 

11-C-l    Hoosic  River  Basin  Water  Quality  Analysis.   1965  and  1973.   71  p.,  12 
tables,  12  figs. 

11-CD-l   Hoosic  River  Basin  Water  Quality  Analysis  and  Basin  Plan.   1972.   40 
p.,  4  tables,  14  figs. 

11-D-l   Hoosic  River  Basin  Water  Quality  Management  Plan.   1975.   68  p.  + 
appendices,  19  tables,  8  figs. 

11-E-l    Cheshire  Lake  Water  Quality  Study.   1980.   66  p.,  20  tables,  6  figs. 


HOUSATONIC  DRAINAGE  SYSTEM  (2) 
HOUSATONIC  RIVER  BASIN  (21) 

21-A-l    Housatonic  River  Basin  Water  Quality  Survey  Data.   1963,  1964  and  1969. 
54  p.,  47  tables,  4  figs. 

21-A-2    Housatonic  River  Basin  Water  Quality  Survey  Data.   1974.   78  p.,  19 
tables,  13  figs. 

21-A-3    Housatonic  River  Basin  Special  Water  Quality  Survey  Data.   1976  and 
1977.   13  p.,  9  tables. 

21-A-4    Housatonic  River  Basin  Water  Quality  Survey  Data.   1977  and  1978.   120 
p.  +  appendices,  48  tables,  22  figs. 

21-A-5    Housatonic  River  Basin-Wide  Phosphorus  Sampling  Data.   1981.   85  p.  + 
appendices,  27  tables,  5  figs. 

21-AB-l   Housatonic  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1968  and  1969.   42  p.,  32  tables,  5  figs. 

21-AB-2   Housatonic  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1985.   vi  +  75  p.  +  appendix,  37  tables,  2  figs. 

21-B-l    Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.   1969  and 
1970.   24  p.,  15  tables,  1  fig. 

21-B-2    Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.   1974.  57  p., 
28  tables,  1  fig. 

21-B-3    Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.   1976.  34  p., 
15  tables,  1  fig. 

21-B-4    Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.   1977.  37  p., 
20  tables,  1  fig. 

21-B-5   Housatonic  River  Basin  Wastewater  Discharge  survey  Data.  1978.  49  p., 
28  tables,  1  fig. 

21-B-6   Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.  1979.  30  p., 
12  tables,  1  fig. 

21-B-7    Housatonic  River  Basin  Wastewater  Discharge  Survey  Data.   19  81  and 
1982.   30  p.,  6  tables,  1  fig. 

21-C-l    Housatonic  River  Basin  Water  Quality  Analysis.   1969.   55  p.,  8  tables, 
18  figs. 

21-C-2    Housatonic  River  Basin  Water  Quality  Analysis.   1969  and  1974.   115  p. 
+  appendices,  17  tables,  15  figs. 

21-C-3    Housatonic  River  Basin  Analysis  of  Phosphorus  Dynamics.   1981.   42  p., 
5  tables,  5  figs. 

21-D-l    Housatonic  River  Basin  Water  Quality  Management  Plan.   1975.   90  p.  + 
appendices,  20  tables,  7  figs. 

21-D-2    Housatonic  River  Basin  Water  Quality  Management  Plan.   1981.   72  p.,  5 
tables,  2  figs. 


21-E-l    Baseline  Water  Quality  Studies  of  selected  Lakes  and  Ponds  in  the 
Housatonic  River  Basin.   1974.   131  p.,  23  tables,  36  figs. 

21-E-2    Pontoosuc  Lake  Water  Quality  Study.    1975  and  1976.    43  p.  + 
appendices,  9  tables,  12  figs. 

21-E-3    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Housatonic  River  Basin.   1976.   91  p.,  16  tables,  36  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
FARMINGTON  RIVER  BASIN  (31) 

31-A-l    Farmington  River  Basin  Water  Quality  Survey  Data.   1974.   45  p.,  18 
tables,  12  figs. 

31-AC-l   Farmington  River  Basin  Water  Quality  Survey  Data  and  Analysis.   1989. 
iv  +  10  p.  +  appendix,  6  tables,  1  fig. 

31-CD-l  Farmington  River  Basin  Water  Quality  Analysis  and  Basin  Plan.   1975. 
68  p.  +  appendices,  14  tables,  13  figs. 

31-E-l    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Farmington  River  Basin.   1974  and  1979.   78  p.,  21  tables,  24  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
WESTFIELD  RIVER  BASIN  (32) 

32-A-l   Westfield  River  Basin  Water  Quality  Survey  Data.   1965  and  1971.   56 
p.,  33  tables,  13  figs. 

32-A-2    Westfield  River  Basin  Water  Quality  Survey  Data.   1972  and  1974.   50 
p.,  19  tables,  12  figs. 

32-AB-l  Westfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1978.   113  p.,  29  tables,  34  figs. 

32-AB-2   Westfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1979.   64  p.,  20  tables,  9  figs. 

32-AB-3  Westfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1985.   vii  +  63  p.,  25  tables,  10  figs. 

32-ABC-l  Westfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.   1990.   iv  +  78  p.,  37  tables,  14  figs. 

32-B-l   Westfield  River  Basin  Wastewater  Discharge  Survey  Data.   1975.   23  p., 
10  tables,  1  fig. 

32-B-2   Westfield  River  Basin  Wastewater  Discharge  Survey  Data.   1975  and  1976. 
26  p.,  14  tables,  1  fig. 

32-B-3   Westfield  River  Basin  Wastewater  Discharge  Survey  Data.   1977.   19  p., 
8  tables,  1  fig. 


32-B-4  Westfield  River  Basin  Wastewater  Discharge  Survey  Data.  1980,  1981, 
1982  and  1983.   24  p.,  6  tables,  1  fig. 

32-C-l  Westfield  River  Basin  Water  Quality  Analysis.  1972  and  1974.  76  p., 
12  tables,  14  figs. 

32-C-2  Westfield  River  Basin  Water  Quality  Analysis.  1978.  121  p.,  21 
tables,  27  figs. 

32-D-l  Westfield  River  Basin  Water  Quality  Management  Plan.  1975.  67  p.  + 
appendices,  11  tables,  8  figs. 

32-E-l  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Westfield  River  Basin.  1978  and  1979.  143  p.  +  appendices,  49  tables, 
47  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
DEERFIELD  RIVER  BASIN  (33) 

33-A-l  Deerfield  River  Basin  Water  Quality  Survey  Data.  1973.  50  p.,  19 
tables,  11  figs. 

33-A-2  Deerfield  River  Basin  Water  Quality  Survey  Data.  1977.  105  p.,  28 
tables,  49  figs. 

33-AB-l  Deerfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1965.   39  p.,  23  tables,  8  figs. 

33-ABC-l  Deerfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.  1988.  ix  +  70  p.  +  appendices,  45  tables,  10 
figs . 

33-ABC-2  Deerfield  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.   1988.  x  +  70  p.  +  appendices,  45  tables,  10  figs. 

33-B-l  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975.  18  p., 
7  tables,  2  figs. 

33-B-2  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
22  p.,  7  tables,  1  fig. 

33-B-3  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1977.  16  p., 
6  tables,  1  fig. 

33-B-4  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1978.  16  p., 
6  tables,  1  fig. 

33-B-5  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1979.  20  p., 
6  tables,  1  fig. 

33-B-6  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1981.  19  p., 
18  tables,  1  fig. 

33-B-7  Deerfield  River  Basin  Wastewater  Discharge  Survey  Data.  1983.  25  p., 
12  tables,  1  fig. 


33-C-l    Deerfield  River  Basin  Water  Quality  Analysis.   1965  and  1973.   79  p.  + 
appendices,  12  tables,  27  figs. 

33-C-2    Deerfield  River  Basin  Water  Quality  Analysis.   1973  and  1977.   88  p., 

13  tables,  34  figs. 

33-D-l    Deerfield  River  Basin  Interim  Water  Quality  Management  Plan.   1972.   16 
p.,  5  tables,  8  figs. 

33-D-2    Deerfield  River  Basin  Water  Quality  Management  Plan.   1975.   67  p.  + 
appendices,  15  tables,  9  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
CONNECTICUT  RIVER  BASIN  (34) 

34-A-l    Connecticut  River  Water  Quality  Monitor  Data.   1969.   18  p.,  16  figs. 

34-A-2    Connecticut  River  Water  Quality  Survey  Data.   1966.   67  p.,  40  tables, 

14  figs. 

34-A-3    Connecticut  River  Water  Quality  Survey  Data.   1971.   76  p.,  41  tables, 

15  figs. 

34-A-4   Upper  Connecticut  River  Water  Quality  Survey  Data.   1973.   61  p.,  19 
tables,  14  figs. 

34-A-5    Connecticut  River  Water  Quality  Survey  Data.   1978.   147  p.,  63  tables, 
28  figs. 

34-A-6    Connecticut  River  Water  Quality  Survey  Data.   1980.   60  p.,  29  tables, 
5  figs . 

34-A-7   Connecticut  River  Basin:  Belchertown  Water  Quality  Survey  Data.  19  80. 
49  p.  +  appendices,  27  tables,  12  figs. 

34-A-8   Connecticut  River  (Mt.  Tom)  Water  Quality  Survey  Data.   1983.   53  p., 
21  tables,  16  figs. 

34-AB-l  Connecticut  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1982  and  1983.   198  p.,  83  tables,  38  figs. 

34-B-l    Connecticut  River  Wastewater  Discharge  Survey  Data.   1975  and  1976.  52 
p.,  27  tables,  1  fig. 

34-B-2    Connecticut  River  Wastewater  Discharge  Survey  Data.   1976  and  1977.  35 
p.,  16  tables,  1  fig. 

34-B-3    Connecticut  River  Wastewater  Discharge  Survey  Data.   1978.   58  p.,  32 
tables,  1  fig. 

34-B-4   Connecticut  River  Wastewater  Discharge  Survey  Data.   1979.   42  p.,  17 
tables,  1  fig. 

34-B-5    Connecticut  River  Wastewater  Discharge  Survey  Data.   1980  and  1981.  48 
p.,  18  tables,  1  fig. 

34-C-l    Connecticut  River  Water  Quality  Analysis.   1971  and  1973.   67  p.,  10 
tables,  13  figs. 


34-D-l  Connecticut  River  Water  Quality  Management  Plan.  1975.  96  p.  + 
appendices,  17  tables,  9  figs. 

34-D-2  Connecticut  River  Basin  Water  Quality  Management  Plan.  1982.  95  p., 
10  tables,  9  figs. 

34-E-l  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Connecticut  River  Basin.  1978  and  1979.  150  p.  +  appendices,  74 
tables,  77  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
MILLERS  RIVER  BASIN  (35) 

35-A-l  Millers  River  Basin  Water  Quality  Survey  Data.  1965.  30  p.,  11 
tables,  8  figs. 

35-A-2  Millers  River  Basin  Water  Quality  Survey  Data.  1973.  72  p.,  23 
tables,  26  figs. 

35-A-3  Millers  River  Basin  Water  Quality  Survey  Data.  1979.  103  p.,  33 
tables,  30  figs. 

35-A-4  Millers  River  Basin  Water  Quality  Survey  Data.  1980.  79  p.,  32 
tables,  20  figs. 

35-A-5  Millers  River  Basin  Water  Quality  Survey  Data.  1981.  55  p.,  26 
tables,  18  figs. 

35-A-6  Millers  River  Basin  Water  Quality  Survey  Data.  1987.  viii  +  88  p.,  38 
tables,  38  figs. 

35-AB-l  Millers  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1964  and  1965.   53  p.,  30  tables,  11  figs. 

35-AB-2  Millers  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1982.   63  p.,  33  tables,  5  figs. 

35-AB-3  Millers  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1985.   vii  +  61  p.  +  appendix,  32  tables,  3  figs. 

35-B-l  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1975  and  1976. 
26  p.,  12  tables,  1  fig. 

35-B-2  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1975,  1976  and 
1977.   34  p.,  18  tables,  1  fig. 

35-B-3  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  197  8.  39  p.,  22 
tables,  1  fig. 

35-B-4  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1979.  33  p.,  13 
tables,  1  fig. 

35-B-5  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1980.  30  p.,  10 
tables,  1  fig. 

35-B-6  Millers  River  Basin  Wastewater  Discharge  Survey  Data.  1981.  44  p.,  23 
tables,  1  fig. 


35-B-7    Millers  River  Basin  Wastewater  Discharge  Survey  Data.   1982.   29  p.,  8 
tables,  1  fig. 

35-B-8   Millers  River  Basin  Wastewater  Discharge  Survey  Data.   1987.  xii  +  237 
p.,  55  tables,  1  fig. 

35-C-l   Millers  River  Basin  Water  Quality  Analysis.   1965  and  1973.   72  p.,  10 
tables,  25  figs. 

35-C-2    Millers  River  Basin  Water  Quality  Analysis.    1987.    xiv  +  175  p. 
(including  appendices),  43  tables,  25  figs. 

35-D-l   Otter  River  Interim  Water  Quality  Management  Plan.   1971.   31  p.,  12 
tables,  11  figs. 

35-D-2    Millers  River  Basin  Water  Quality  Management  Plan.   1975.   74  p.  + 
appendices,  16  tables,  15  figs. 

35-E-l   Lake  Monomonac  Study.   1976.   26  p.,  8  tables,  3  figs. 

CONNECTICUT  DRAINAGE  SYSTEM  (3) 
CHICOPEE  RIVER  BASIN  (36) 

36-A-l    Chicopee  River  Basin  Water  Quality  Survey  Data.    1966.   61  p.,  24 
tables,  16  figs. 

36-A-2    Chicopee  River  Basin  Water  Quality  Survey  Data.   1972  and  1974.   117 
p.,  50  tables,  33  figs. 

36-A-3   Upper  Quaboag  River  (Dunn  Brook  and  Sevenmile  River)  Water  Quality 
Survey  Data.   1977.   48  p.,  18  tables,  15  figs. 

36-A-4    Upper  Quaboag  River  (Dunn  Brook  and  Sevenmile  River)  Water  Quality 
Survey  Data.   1979.   55  p.,  24  tables,  18  figs. 

36-A-5   Chicopee  River  Basin  Water  Quality  Survey  Data.   19  81.   55  p.,  21 
tables,  12  figs. 

36-A-6    Quaboag  River  Water  Quality  Survey  Data.   19  83.   21  p.,  9  tables,  3 
figs . 

36-AB-l   Chicopee  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1980.   121  p.  +  appendices,  26  tables,  14  figs. 

36-AB-2   Chicopee  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1985.   viii  +  38  p.,  31  tables,  5  figs. 

36-ABC-l  Ware  and  Quaboag  Rivers  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.   1989.   x  +  28  p.  +  appendix,  16  tables,  4  figs. 

36-ABC-2  Chicopee  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1990.   x  +  18  p.  +  appendix,  12  tables,  1  fig. 

36-ABC-3  Upper  Quaboag  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.   1990.   x  +  25  p.  +  appendix,  15  tables,  2  figs. 
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36-AC-l  An  Examination  of  Die-Off  of  Fecal  Coliform  and  Fecal  Streptococci 
Bacteria  in  the  Ware  River.   19  85.   x  +  52  p.  (including  appendices), 

7  tables,  16  figs. 

36-B-l  Chicopee  River  Basin  Wastewater  Discharge  Survey  Data.  1976.  49  p., 
2  8  tables,  1  fig. 

36-B-2  Chicopee  River  Basin  Wastewater  Discharge  Survey  Data.  1977.  23  p., 
10  tables,  1  fig. 

36-B-3  Chicopee  River  Basin  Wastewater  Discharge  Survey  Data.  1979.  23  p., 
16  tables,  1  fig. 

36-B-4  Chicopee  River  Basin  Wastewater  Discharge  Survey  Data.  19  81,  19  82  and 
1983.   46  p.,  30  tables,  1  fig. 

36-C-l  Chicopee  River  Basin  Water  Quality  Analysis.  1972  and  1974.  113  p., 
12  tables,  30  figs. 

36-D-l  Chicopee  River  Basin  Water  Quality  Management  Plan.  1975.  86  p.  + 
appendices,  13  tables,  8  figs. 

36-D-2  Chicopee  River  Basin  Water  Quality  Management  Plan.  1981.  61  p.  + 
appendices,  4  tables,  8  figs. 

36-E-l  Quaboag  and  Quacumquasit  Ponds  Water  Quality  Study.  1974  and  1975.  71 
p.,  13  tables,  15  figs. 

36-E-2    Lake  Mattawa  Water  Quality  Study.   1975  and  1976.   49  p.  +  appendices, 

8  tables,  12  figs. 

36-E-3  Red  Bridge  Impoundment  Water  Quality  Study.  1977  and  197  8.  102  p.,  19 
tables,  9  figs. 

36-E-4  Queen  Lake  Water  Quality  Study.  197  8  and  1979.  85  p.,  22  tables,  5 
figs . 

36-E-5  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Chicopee  River  Basin.  1978,  1979  and  1980.  94  p.  +  appendices,  33 
tables,  43  figs. 

36-E-6  Quabbin  Reservoir  Water  Quality  and  Sediment  Data  Report.  199  0.  91 
p.,  23  tables,  6  figs. 

36-E-7  Quabbin  Tributaries  Water  Quality  Data  Report.  1989  and  1990.  x  +  143 
p.  (including  appendices),  101  tables,  3  figs. 

36-E-8  The  Restoration  of  Lake  Lashaway.  1990.  viii  +  104  p.  (including 
appendices),  1  table,  16  figs. 

THAMES  DRAINAGE  SYSTEM  (4) 

QUINEBAUG  RIVER  BASIN  (41)  AND  FRENCH  RIVER  BASIN  (42) 

41-A-l     Quinebaug  River  Water  Quality  Monitor  Data.   196  8  and  1969.   2  8  p., 
26  figs. 


41/42-A-2  French  and  Quinebaug  River  Basins  Water  Quality  Survey  Data.  1972. 
68  p.,  19  tables,  27  figs. 

41/42-A-3  French  and  Quinebaug  River  Basins  Water  Quality  Survey  Data.  1972 
and  1974.   80  p.,  16  tables,  23  figs. 

41/42-A-4  French  and  Quinebaug  River  Basins  Water  Quality  Survey  Data.  1976. 
127  p.,  35  tables,  27  figs. 

41/42-AB-l  French  and  Quinebaug  River  Basins  Water  Quality  and  Wastewater 
Discharge  Survey  Data.  1963,  1964,  1965,  1968,  1969  and  1970.  81 
p.,  42  tables,  16  figs. 

41-AB-2  Quinebaug  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1980.   63  p.,  25  tables,  17  figs. 

41/42-AB-3  French  and  Quinebaug  River  Basins  Water  Quality  and  Wastewater 
Discharge  Survey  Data.   19  82.   61  p.,  26  tables,  5  figs. 

41/42-AB-4  French  and  Quinebaug  River  Basins  Water  Quality,  Wastewater 
Discharge,  and  Biological  Survey  Data.  1984  and  1985.  ix  +  94  p., 
62  tables,  3  figs. 

41-ABC-l  Upper  Quinebaug  River  water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.  1988.  vii  +  55  p.  +  appendix,  18  tables,  4 
figs. 

41-ABC-2  Lower  Quinebaug  River  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.   1989.   45  p.,  20  tables,  4  figs. 

42-ABC-l  French  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.  1987.  viii  +  72  p.  +  appendices,  41  tables,  8 
figs . 

41/42-B-l  French  and  Quinebaug  River  Basins  Wastewater  Discharge  Survey  Data. 
1972  and  1973.   51  p.,  16  tables,  2  figs. 

41/42-B-2  French  and  Quinebaug  River  Basins  Wastewater  Discharge  Survey  Data. 
1976.   30  p.,  15  tables,  3  figs. 

41/42-B-3  French  and  Quinebaug  River  Basins  Wastewater  Discharge  Survey  Data. 
1976  and  1977.   43  p.,  20  tables,  3  figs. 

41/42-B-4  French  and  Quinebaug  River  Basins  Wastewater  Discharge  Survey  Data. 
1979  and  1980.   39  p.,  17  tables,  4  figs. 

41/42-B-5  French  and  Quinebaug  River  Basins  Wastewater  Discharge  survey  Data. 
1982  and  1983.   55  p.,  22  tables,  3  figs. 

41/42-C-l  French  and  Quinebaug  River  Basins  Water  Quality  Analysis.  1972  and 
1974.   119  p.,  10  tables,  22  figs. 

41/42-C-2  French  and  Quinebaug  River  Basins  Water  Quality  Analysis.  1965,  1974 
and  1976.   94  p.,  10  tables,  16  figs. 

41-D-l  Quinebaug  River  Basin  Interim  Water  Quality  Management  Plan.  1971. 
35  p.,  4  tables,  13  figs. 
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41/42-D-2  French  and  Quinebaug  River  Basins  Water  Quality  Management  Plan. 
1975.   84  p.  +  appendices,  21  tables,  14  figs. 

41/42-D-3  French  and  Quinebaug  River  Basins  Water  Quality  Management  Plan. 
1981.   96  p.,  13  tables,  4  figs. 

41/42-E-l  Baseline  and  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
French  and  Quinebaug  River  Basins.  1974  and  1976.  144  p.,  36 
tables,  59  figs. 

42-E-2  Webster  Lake  Water  Quality  Study.  1975  and  1976.  140  p.,  34  tables, 
14  figs. 

41-E-3  Cedar  Pond  Diagnostic  Study.  1980  and  1981.  100  p.,  24  tables,  8 
figs . 

NARRAGANSETT  BAY  DRAINAGE  SYSTEM  (5) 
BLACKSTONE  RIVER  BASIN  (51) 

51-A-l    Blackstone  River  Basin  Water  Quality  Survey  Data.   1964,  1965,  1968  and 
1970.   86  p.,  48  tables,  21  figs. 

51-A-2    Blackstone  River  Water  Quality  Monitor  Data.   1969  and  1970.   22  p.,  20 
figs . 

51-A-3    Blackstone  River  Basin  Water  Quality  Survey  Data.   1970.   54  p.,  27 
tables,  3  figs. 

51-A-4    Blackstone  River  Basin  Water  Quality  Survey  Data.   1973.   155  p.,  36 
tables,  50  figs. 

51-A-5    Blackstone  River  Basin  Water  Quality  Survey  Data.   1977.   7  0  p.,  22 
tables,  16  figs. 

51-A-6    Blackstone  River  Basin  Tributaries  Water  Quality  Survey  Data.   1977. 
155  p.,  23  tables,  45  figs. 

51-A-7    Blackstone  River  Basin  Water  Quality  Survey  Data.   19  80.   67  p.,  21 
tables,  14  figs. 

51-A-8   Blackstone  River  Basin  Water  Quality  Survey  Data.   1988  and  1989.  viii 
+  54  p.  (including  appendix),  24  tables,  21  figs. 

51-AB-l  Blackstone  River  Basin  Water  Quality  and  Wastewater  Discharge  survey 
Data.   1964,  1965,  1968  and  1970.   129  p.,  62  tables,  14  figs. 

51-AB-2   Mumford  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1982.   23  p.,  11  tables,  1  fig. 

51-AB-3   Blackstone  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1985.   viii  +  76  p.,  54  tables,  7  figs. 

51-B-l   Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.   1962,  1964, 
1965,  1966,  1968,  1969  and  1970.   69  p.,  60  tables,  3  figs. 

51-B-2    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.   197  3  and 
1974.   36  p.,  19  tables,  2  figs. 
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51-B-3    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.   1976.  33  p., 
22  tables,  1  fig. 

51-B-4    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.   1977.  34  p., 
26  tables,  1  fig. 

51-B-5    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.    1979  and 
1980.   33  p.,  22  tables,  1  fig. 

51-B-6    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.    1981  and 
1982.   22  p.,  8  tables,  1  fig. 

51-B-7    Blackstone  River  Basin  Wastewater  Discharge  Survey  Data.   19  83,  19  84 
and  1985.   ii  +  68  p.,  47  tables,  1  fig. 

51-C-l    Blackstone  River  Basin  Water  Quality  Analysis.    1973.    118  p.,  26 
tables,  38  figs. 

51-D-l   Blackstone  River  Basin  Water  Quality  Management  Plan.   1975.   125  p.  + 
appendices,  34  tables,  25  figs. 

51-D-2    Blackstone  River  Basin  Water  Quality  Management  Plan  Update.   19  84.  89 
p.,  14  tables,  3  figs. 

51-E-l    Lake  Quinsigamond  Water  Quality  Data.   1971.   71  p.,  53  tables,  2  figs. 

51-E-2    Lake  Quinsigamond  Study.   1971.   7  8  p.,  22  tables,  12  figs. 

51-E-3    Indian  Lake  Water  Quality  Study.   1975  and  1976.   44  p.  +  appendices, 
9  tables,  8  figs. 

51-E-4    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Blackstone  River  Basin.   1977.   172  p.,  56  tables,  63  figs. 

51-E-5   Executive  Summary  of  Implementation  of  the  Watershed  Management  Plan 
for  Lake  Quinsigamond  and  Flint  Pond.   1982.   iv  +  53  p.,  1  table. 

NARRAGANSETT  BAY  DRAINAGE  SYSTEM  (5) 
TEN  MILE  RIVER  BASIN  (52) 

52-A-l   Ten  Mile  River  Basin  Water  Quality  Survey  Data.   1968.   17  p.,  12 
tables,  1  fig. 

52-A-2    Ten  Mile  River  Basin  Water  Quality  Survey  Data.   1973.   74  p.,  31 
tables,  14  figs. 

52-A-3   Ten  Mile  River  Basin  Water  Quality  Survey  Data.   1979.   35  p.,  16 
tables,  16  figs. 

52-A-4    Ten  Mile  River  Basin  Water  Quality  Survey  Data.   1981.   89  p.,  50 
tables,  16  figs. 

52-A-5    Ten  Mile  River  Basin  Water  Quality  Survey  Data.   1984.   viii  +  90  p., 
57  tables,  2  figs. 

52-AB-l  Ten  Mile  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1964,  1968,  1970  and  1971.   95  p.,  48  tables,  15  figs. 
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52-AB-2   Ten  Mile  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1973.   90  p.,  37  tables,  15  figs. 

52-AB-3  Ten  Mile  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1984.   viii  +  180  p.,  88  tables,  2  figs. 

52-B-l    Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.   1965  and  1968. 
35  p.,  28  tables,  2  figs. 

52-B-2    Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.   1976.   42  p., 
33  tables. 

52-B-3   Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.   1977.   42  p., 
32  tables,  1  fig. 

52-B-4   Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.   1979  and  1980. 

39  p.,  31  tables,  1  fig. 

52-B-5   Ten  Mile  River  Basin  Wastewater  Discharge  Survey  Data.   19  81  and  19  82. 

40  p.,  27  tables,  1  fig. 

52-BC-l  Attleboro  Wastewater  Treatment  Plant  Survey  Report.  19  85.  vii  +  22  p. 
+  appendices,  6  tables,  5  figs. 

52-C-l    Ten  Mile  River  Basin  Water  Quality  Analysis.   1968.   59  p.,  8  tables, 
13  figs. 

52-C-2   Ten  Mile  River  Basin  Water  Quality  Analysis.   1968  and  1973.  94  p.,  22 
tables,  16  figs. 

52-C-3    Ten  Mile  River  Basin  Biological  Assessment  of  Water  Pollution.   1984. 
viii  +  83  p.,  20  tables,  13  figs. 

52-D-l   Ten  Mile  River  Basin  Water  Quality  Management  Plan.   1975.   77  p.  + 
appendices,  19  tables,  14  figs. 

52-E-l   Ten  Mile  River  Basin  Impoundment  Water  Quality  Data.  1984.  viii  +  100 
p.  +  appendices,  50  tables,  11  figs. 

MOUNT  HOPE  BAY  DRAINAGE  SYSTEM  (6) 

MOUNT  HOPE  BAY  (SHORE)  DRAINAGE  AREA  (61) 

61-A-l   Mount  Hope  Bay  Water  Quality  Survey  Data.   1971.   49  p.,  29  tables,  5 
figs . 

61-AB-l  Mount  Hope  Bay  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1970.   37  p.,  23  tables,  2  figs. 

61-E-l    South  Watuppa  Pond  Water  Quality  Study.   1974  and  1975.   69  p.,  17 
tables,  8  figs. 
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MOUNT  HOPE  BAY  DRAINAGE  SYSTEM  (6) 
TAUNTON  RIVER  BASIN  (62) 

62-A-l  Taunton  River  Basin  Water  Quality  Survey  Data.  1964.  31  p.,  15 
tables,  1  fig. 

62-A-2  Lower  Taunton  River  Basin  Water  Quality  Survey  Data.  1970.  83  p.,  42 
tables,  13  figs. 

62-A-3  Upper  Taunton  River  Basin  Water  Quality  Survey  Data.  197  0.  73  p.,  30 
tables,  16  figs. 

62-A-4  Rumford  and  Threemile  Rivers  Water  Quality  Survey  Data.  1970.  63  p., 
25  tables,  12  figs. 

62-A-5  Taunton  River  Basin  Water  Quality  Survey  Data.  1975.  225  p.,  25 
tables,  5  figs. 

62-A-6  Taunton  River  Basin  Water  Quality  Survey  Data.  19  86.  xi  +  36  p.,  23 
tables,  4  figs. 

62-AB-l  Lower  Taunton  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1981.   53  p.,  22  tables,  2  figs. 

62-ABC-l  Nemasket  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1988.   xii  +  30  p.  +  appendices,  25  tables,  6  figs. 

62-ABC-2  Rumford,  Wading,  and  Threemile  Rivers  Water  Quality  and  Wastewater 
Discharge  Survey  Data,  and  Analysis.  1988.  xvi  +  96  p.  +  appendices, 
46  tables,  22  figs. 

62-B-l  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1964,  1965, 
1966,  1968,  1969  and  1970.   50  p.,  27  tables,  1  fig. 

62-B-2  Taunton  River  Basin  Industrial  Wastewater  Discharge  Survey  Data.  1970. 
21  p.,  12  tables,  1  fig. 

62-B-3  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1975.  54  p.,  22 
tables,  1  fig. 

62-B-4  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1975,  1976,  1978 
and  1979.   133  p.,  30  tables,  59  figs. 

62-B-5  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1978.  53  p.,  24 
tables,  1  fig. 

62-B-6  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1980.  41  p.,  19 
tables,  1  fig. 

62-B-7  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1980  and  1981. 
51  p.,  18  tables,  1  fig. 

62-B-8  Taunton  River  Basin  Wastewater  Discharge  Survey  Data.  1982.  36  p.,  7 
tables,  1  fig. 

62-C-l  Taunton  River  Basin  Water  Quality  Analysis.  1975.  150  p.,  15  tables, 
38  figs. 

62-C-2  Matfield  River  Water  Quality  Analysis:  Impacts  of  the  Brockton 
Wastewater  Treatment  Plant.   1982  and  1983.   48  p.,  9  tables,  10  figs. 
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62-D-l   Rumford  and  Threemile  Rivers  Interim  Water  Quality  Management  Plan. 
1971.   34  p.,  8  tables,  14  figs. 

62-D-2    Taunton  River  Basin  Water  Quality  Management  Plan.   1973.   134  p.,  28 
tables,  17  figs. 

62-D-3    Taunton  River  Basin  Water  Quality  Management  Plan  Appendices.   1973. 
33  p.,  4  tables,  13  figs. 

62-D-4   Taunton  River  Basin  Water  Quality  Management  Plan.   1981.   74  p.,  4 
tables,  5  figs. 

62-E-l    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Taunton  River  Basin.   1975.   85  p.,  27  tables,  27  figs. 

62-E-2    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Taunton  River  Basin.   1975,  1979  and  1980.   116  p.,  41  tables,  38  figs. 

62-E-3   Norton  Reservoir  Water  Quality  Study.    1975  and  1976.   113  p.,  29 
tables,  10  figs. 

BOSTON  HARBOR  DRAINAGE  SYSTEM  (7) 

MYSTIC  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (71) 

71-A-l   Mystic  River  Basin  Water  Quality  Survey  Data.  1967.   15  p.,  12  tables, 
1  fig. 

71-A-2    Mystic  River  Basin  Water  Quality  Survey  Data.   1973.   57  p.,  21  tables, 
14  figs. 

71-A-3   Mystic  River  Basin  Water  Quality  Survey  Data.   1978.  54  p.,  19  tables, 
17  figs. 

71-A-4   Mystic  River  Basin  Water  Quality  Survey  Data.   1979,  1980  and  1981.   64 
p.,  33  tables,  2  figs. 

71-A-5   Mystic  River  Basin  Water  Quality  Survey  Data.   1986.   iv  +  77  p.,  40 
tables,  2  figs. 

71-AC-l   Little  River /Alewife  Brook  Water  Quality  Survey  Data  and  Analysis. 
19  88.   xii  +  123  p.  (including  appendices),  55  tables,  4  figs. 

71-B-l   Mystic  River  Basin  Wastewater  Discharge  survey  Data.   1975.   37  p.,  17 
tables,  1  fig. 

71-C-l   Mystic  River  Basin  Water  Quality  Analysis.   1967  and  1973.   61  p.,  6 
tables,  16  figs. 

71-E-l    Upper  Mystic  Lake  Water  Quality  Study.   1974  and  1975.   75  p.,  10 
tables,  16  figs. 

71-E-2    Spy  Pond  Diagnostic  Study.   1980  and  1981.   125  p.,  14  tables,  22  figs. 
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BOSTON  HARBOR  DRAINAGE  SYSTEM  (7) 

CHARLES  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (72) 

72-A-l  Charles  River  Basin  Water  Quality  Survey  Data.  1967.  23  p.,  20 
tables,  1  fig. 

72-A-2  Charles  River  Basin  Water  Quality  survey  Data.  1973.  112  p.,  27 
tables,  25  figs. 

72-A-3  Charles  Basin  Water  Quality  Survey  Data.  1974.  Ill  p.,  28  tables,  31 
figs . 

72-A-4  Charles  River  Basin  Water  Quality  Survey  Data.  1978.  74  p.,  18 
tables,  17  figs. 

72-A-5  Charles  River  Basin  Tributaries  Water  Quality  Survey  Data.  1978.  57 
p.,  28  tables,  16  figs. 

72-A-6  Charles  River  Basin  Water  Quality  Survey  Data.  19  80.  29  p.  + 
appendix,  9  tables,  4  figs. 

72-A-7  Upper  Charles  River  Basin  Water  Quality  Survey  Data.  1981.  50  p.,  25 
tables,  7  figs. 

72-A-8  Charles  River  Basin  Water  Quality  Survey  Data.  19  84.  viii  +  45  p.,  19 
tables,  2  figs. 

72-AB-l  Charles  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1967  and  1968.   42  p.,  34  tables,  2  figs. 

72-AB-2  Charles  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1987.   viii  +  61  p.,  39  tables,  6  figs. 

72-ABC-l  Upper  Charles  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data,  and  Analysis.  1986.  viii  +  78  p.  +  appendices,  47  tables,  12 
figs. 

72-ABC-2  Upper  Charles  River  Water  Quality  and  Wastewater  Discharge  Survey  Data, 
and  Analysis.   1987  and  1988.   viii  +  62  p.,  29  tables,  12  figs. 

72-AC-l  Muddy  River  -  Back  Bay  Fens  Water  Quality  Survey  Data  and  Water  Quality 
Analysis.   1986.   49  p.,  15  tables,  9  figs. 

72-AC-2  Charles  River  Bacteria  Data  and  Analysis.  1990.  vii  +  54  p. 
(including  appendix),  24  tables,  21  figs. 

72-B-l  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1967  and  1968. 
17  p.,  14  tables,  1  fig. 

72-B-l  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and  1974. 
33  p.,  16  tables,  1  fig. 

72-B-3  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973,  1974  and 
1976.   55  p.,  32  tables,  1  fig. 

72-B-4  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1973,  1974  and 
1976.   56  p.,  33  tables,  1  fig. 
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72-B-5  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1977.  26  p.,  10 
tables,  1  fig. 

72-B-6  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1978.  31  p.,  15 
tables,  1  fig. 

72-B-7  Charles  River  Basin  Wastewater  Discharge  Survey  Data.  1980  and  1981. 
35  p.,  20  tables,  1  fig. 

72-C-l  Charles  River  Basin  Water  Quality  Analysis.  1967.  48  p.  +  appendices, 
10  tables,  13  figs. 

72-C-2  Charles  River  Basin  Water  Quality  Analysis.  1973  and  1976.  174  p.,  27 
tables,  57  figs. 

72-C-3    Systematic  Diurnal  Curve  Analysis.   1977.   30  p.,  1  table,  9  figs. 

72-D-l  Charles  River  Basin  Water  Quality  Management  Plan.  1975.  143  p.  + 
appendices,  38  tables,  16  figs. 

72-D-2  Charles  River  Basin  Water  Quality  Management  Plan.  1987.  x  +  60  p.  + 
appendices,  47  tables,  12  figs. 

72-E-l  Lake  Pearl  Water  Quality  Study.  1974  and  1975.  61  p.,  10  tables,  9 
figs. 

72-E-2  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Charles  River  Basin.   1978.   148  p.,  52  tables,  53  figs. 

72-E-3  Baseline  Water  Quality  studies  of  Selected  Lakes  and  Ponds  in  the 
Charles  River  Basin.  1978,  1979,  1980  and  1981.  160  p.,  59  tables,  59 
figs . 

72-E-4   Lake  Winthrop  Water  Quality  Study.   1978  and  1979.   101  p.,  13  tables, 

10  figs. 

BOSTON  HARBOR  DRAINAGE  SYSTEM  (7) 

NEPONSET  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (73) 

73-A-l  Neponset  River  Basin  Water  Quality  Survey  Data.  1973.  59  p.,  20 
tables,  14  figs. 

73-A-2  Neponset  River  Basin  Water  Quality  Survey  Data.  1978.  39  p.,  18 
tables,  2  figs. 

73-ABC-l  Neponset  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1986.   viii  +  84  p.,  32  tables,  11  figs. 

73-B-l   Neponset  River  Basin  Wastewater  Discharge  Survey  Data.   1973.   38  p., 

11  tables,  1  fig. 

73-B-2  Neponset  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and  1975. 
59  p.,  23  tables,  1  fig. 

73-C-l  Neponset  River  Basin  Water  Quality  Analysis.  1973.  66  p.,  11  tables, 
15  figs. 
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BOSTON  HARBOR  DRAINAGE  SYSTEM  (7) 

WEYMOUTH  AND  WEIR  RIVER  BASINS  AND  COASTAL  DRAINAGE  AREA  (74) 

74-A-l  Weymouth  River  Basin  Water  Quality  Survey  Data.  1982.  27  p.,  12 
tables,  1  fig. 

74-AB-l  Weymouth  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data.   1975.   58  p.,  20  tables,  5  figs. 

74-E-l  Whitman's  Pond  Diagnostic  Study.  1980  and  1981.  105  p.  +  appendices, 
25  tables,  13  figs. 

BOSTON  HARBOR  DRAINAGE  SYSTEM  (7) 

7-A-l  Boston  Harbor  Water  Quality  Survey  Data.  1972.  142  p.,  130  tables,  3 
figs . 

7-AB-l  Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1969.   47  p.,  4  tables,  6  figs. 

7-AB-2   Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 

1982.  37  p.,  25  tables,  1  fig. 

7-AB-3   Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 

1983.  39  p.,  25  tables,  1  fig. 

7-AB-4   Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 

1984.  46  p.,  30  tables,  1  fig. 

7-AB-5  Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1986.   ix  +  67  p.,  21  tables,  3  figs. 

7-AB-6  Boston  Harbor  Water  Quality,  Wastewater,  and  Sediment  Data.  19  87  and 
1988.   x  +  67  p.  (including  appendices),  25  tables,  3  figs. 

7-ABC-l  Boston  Harbor  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1985.   ix  +  72  p.,  31  tables,  2  figs. 

7-B-l  Boston  Harbor  Wastewater  Discharge  Survey  Data.  1975.  18  p.,  7 
tables,  1  fig. 

7-B-2  Boston  Harbor  Wastewater  Discharge  Survey  Data.  1975  and  1976.  20  p., 
9  tables,  1  fig. 

7-B-3  Boston  Harbor  (Mystic  River,  Boston  Harbor,  Weymouth  River,  and 
Neponset  River)  Wastewater  Discharge  Survey  Data.  1976  and  1977.  48 
p.,  25  tables,  4  figs. 

7-B-4  Boston  Harbor  (Mystic  River,  Neponset  River,  Weymouth  River  Basins) 
Wastewater  Discharge  Survey  Data.  1978,  1979,  1980  and  1981.  42  p., 
20  tables,  4  figs. 

7-B-5  Boston  Harbor  Wastewater  Discharge  Survey  Data.  1982.  37  p.,  25 
tables,  1  fig. 
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7-E-l  Baseline  Water  Quality  studies  of  Selected  Lakes  and  Ponds  in  the 
Boston  Harbor  Drainage  Area.   1979.   46  p.,  12  tables,  11  figs. 

MERRIMACK  DRAINAGE  SYSTEM  (8) 
NASHUA  RIVER  BASIN  (81) 

81-A-l  Nashua  River  Water  Quality  Monitor  Data.  1968  and  1969.  31  p.,  29 
figs . 

81-A-2  Nashua  River  Basin  Water  Quality  Survey  Data.  1973.  81  p.,  22  tables, 
14  figs. 

81-A-3  Nashua  River  Basin  Water  Quality  Survey  Data.  1977.  144  p.,  47 
tables,  17  figs. 

81-A-4  Flag  Brook  Water  Quality  Survey  Data.  1980  and  1981.  27  p.  + 
appendix,  10  tables,  2  figs. 

81-A-5  Wachusett  Reservoir  Tributary  Survey  Data.  1983.  8  p.,  4  tables,  1 
fig. 

81-AB-l  Nashua  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1978,  1979,  1980  and  1981.   124  p.,  82  tables,  7  figs. 

81-AB-2  Nashua  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1982.   39  p.  +  appendix,  16  tables,  3  figs. 

81-AB-3  Nashua  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1985.   viii  +  44  p.,  36  tables,  3  figs. 

81-ABC-l  Nashua  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey  Data, 
and  Analysis.   1989.   x  +  28  p.  +  appendix,  17  tables,  3  figs. 

81-B-l  Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1973  and  1974. 
38  p.,  19  tables,  1  fig. 

81-B-2  Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1976.  39  p.,  27 
tables,  1  fig. 

81-B-3  Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1977.  31  p.,  16 
tables,  1  fig. 

81-B-4  Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1979.  33  p.,  19 
tables,  1  fig. 

81-B-5  Nashua  River  Basin  Wastewater  Discharge  Survey  Data.  1980,  1981  and 
1982.   34  p.,  11  tables,  1  fig. 

81-C-l  Nashua  River  Basin  Water  Quality  Analysis.  1973  and  1977.  109  p.,  19 
tables,  23  figs. 

81-C-2  Nashua  River  Basin  Benthic  Macroinvertebrate  Water  Quality  Survey. 
1977.   45  p.,  3  tables,  7  figs. 

81-C-3  Nashua  River  and  Selected  Tributaries  Biological  Assessment  of  Water 
Quality  Conditions.  19  85.  vi  +  50  p.  (including  appendices),  13 
tables,  1  fig. 
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81-D-l    Nashua  River  Basin  Water  Quality  Management  Plan.   1975.   100  p.  + 
appendices,  22  tables,  14  figs. 

81-D-2   Nashua  River  Basin  Water  Quality  Management  Plan.   1981.   82  p.,  8 
tables,  3  figs. 

81-E-l    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Nashua  River  Basin.   1977.   141  p.,  48  tables,  48  figs. 

81-E-2    Eagle  Lake  Diagnostic  and  Feasibility  Study.   1979  and  1980.   139  p., 
25  tables,  13  figs. 

81-E-3   Wyman  Pond  Diagnostic  Study.   1980  and  1981.   131  p.,  26  tables,  13 
figs . 

81-E-4    East  Lake  Waushacum  Diagnostic  and  Feasibility  Study.   1980  and  1981. 
168  p.,  45  tables,  17  figs. 

MERRIMACK  DRAINAGE  SYSTEM  (8) 
CONCORD  RIVER  BASIN  (82) 

82-A-l    Sudbury-Assabet-Concord  River  Basin  Water  Quality  Survey  Data.   1965. 
37  p.,  21  tables,  7  figs. 

82-A-2   Assabet  River  Water  Quality  Survey  Data.   1965,  1968  and  1969.   59  p., 
36  tables,  12  figs. 

82-A-3    Concord  and  Sudbury  Rivers  Water  Quality  Survey  Data.   1973.   65  p.,  20 
tables,  14  figs. 

82-A-4   Assabet  River  Water  Quality  Survey  Data.   1974.   61  p.,  18  tables,  13 
figs . 

82-A-5   Assabet  River  Water  Quality  Survey  Data.   1979.   99  p.,  33  tables,  21 
figs . 

82-A-6   Concord  and  Sudbury  Rivers  Water  Quality  Survey  Data.   1979.   130  p., 
48  tables,  35  figs. 

82-A-7   Assabet  River  Dissolved  Oxygen  Data.    1988.    34  p.   (including 
appendices),  11  tables,  6  figs. 

82-AB-l   Sudbury  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1986.   ix  +  42  p.,  30  tables,  3  figs. 

82-AB-2  Assabet  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1989.   35  p.  (including  appendices),  13  tables,  3  figs. 

82-ABC-l  Assabet  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1984  and  1985.   i  +  76  p.,  36  tables,  6  figs. 

82-ABC-2  Concord  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1986.   ix  +  66  p.  +  appendices,  42  tables,  5  figs. 

82-ABC-3  Assabet  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1986  and  1987.   99  p.  (with  appendices),  50  tables,  10  figs. 

82-ABC-4  Concord  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1990.   vi  +  18  p.  +  appendices,  7  tables,  3  figs. 
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82-B-l   Assabet  River  Wastewater  Discharge  Survey  Data.   1965,  1968,  1969  and 
1970.   26  p.,  15  tables,  2  figs. 

82-B-2    Sudbury-Assabet-Concord  River  Basin  Wastewater  Discharge  Survey  Data. 

1976.  36  p.,  16  tables,  1  fig. 

82-B-3    Sudbury-Assabet-Concord  River  Basin  Wastewater  Discharge  Survey  Data. 

1977.  33  p.,  12  tables,  1  fig. 

82-B-4    Sudbury-Assabet-Concord  River  Basin  Wastewater  Discharge  Survey  Data. 
1981  and  1982.   48  p.,  16  tables,  1  fig. 

82-C-l    Concord  and  Sudbury  Rivers  Water  Quality  Analysis.   1965  and  1973.   74 
p.,  10  tables,  24  figs. 

82-C-2   Assabet  River  Water  Quality  Analysis.    1968  and  1969.    55  p.,  13 
tables,  17  figs. 

82-C-3   Assabet  River  Water  Quality  Analysis.   1969  and  1974.   61  p.,  9  tables, 
17  figs. 

82-D-l    Sudbury-Assabet-Concord  River  Basin  Water  Quality  Management  Plan. 
1975.   106  p.  +  appendices,  22  tables,  14  figs. 

82-D-2    Sudbury-Assabet-Concord  River  Basin  Water  Quality  Management  Plan. 
1981.   52  p.,  7  tables,  5  figs. 

82-D-3    Sudbury  River  Water  Quality  Management  Plan.   1988.   viii  +  39  p.  + 
appendix,  5  tables,  13  figs. 

82-D-4   Assabet  River  Basin  Water  Quality  Management  Plan.    1989.    81  p. 
(including  appendices),  12  tables,  9  figs. 

82-E-l    Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Assabet  River  Basin.   1974.   64  p.,  19  tables,  27  figs. 

82-E-2    Nutting  Lake  Water  Quality  Study.   1974  and  1975.   68  p.,  11  tables,  11 
figs . 

82-E-3   Waushacum  Pond  Water  Quality  Study.    1975  and  1976.    46  p.   + 
appendices,  7  tables,  11  figs. 

82-E-4    Lake  Cochituate  Water  Quality  Data.   1976  and  1977.   36  p.,  16  tables, 
1  fig. 

82-E-5   Lake  Cochituate  Water  Quality  Data.   1977,  1978  and  1979.   38  p.,  23 
tables,  1  fig. 

82-E-6    Boons  Pond  Diagnostic  and  Feasibility  Study.   1979  and  1980.   147  p., 
35  tables,  13  figs. 

82-E-7    Fort  Pond  Diagnostic  and  Feasibility  Study.   1979  and  1980.   98  p.,  25 
tables,  10  figs. 

82-E-8   Lake  Cochituate  Data  and  Summary  Report.   1976,  1977,  1978,  1979  and 
1980.   272  p.,  25  tables,  39  figs. 
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MERRIMACK  DRAINAGE  SYSTEM  (8) 
SHAWSHEEN  RIVER  BASIN  (83) 

83-A-l  Shawsheen  River  Basin  Water  Quality  Survey  Data.  1968.  17  p.,  16 
tables,  1  fig. 

83-A-2  Shawsheen  River  Basin  Water  Quality  Survey  Data.  1974.  59  p.,  21 
tables,  13  figs. 

83-AC-l  Shawsheen  River  Water  Quality  Survey  Data  and  Analysis.  1989.  x  +  16 
p.  +  appendix,  9  tables,  1  fig. 

83-CD-l  Shawsheen  River  Basin  Water  Quality  Analysis  and  Basin  Plan.  1975.  89 
p.  +  appendices,  23  tables,  18  figs. 

MERRIMACK  DRAINAGE  SYSTEM  (8) 

MERRIMACK  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (84) 

84-A-l  Merrimack  River  Water  Quality  Monitor  Data.  1968  and  1969.  32  p.,  30 
figs . 

84-A-2  Merrimack  River  Water  Quality  Monitor  Data.  1969  and  1970.  17  p.,  16 
figs . 

84-A-3  Merrimack  River  Water  Quality  Survey  Data.  1974.  86  p.,  19  tables,  17 
figs. 

84-A-4  Stony  Brook  Water  Quality  Survey  Data.  1974.  51  p.,  18  tables,  12 
figs. 

84-AB-l  Merrimack  River  Water  Quality  Survey  Data,  Wastewater  Discharge  Survey 
Data,  and  Non-Point  Source  Sampling  Data.  1978  and  1979.  125  p.,  48 
tables,  32  figs. 

84-AB-2  Merrimack  River  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1981.   102  p.,  34  tables,  29  figs. 

84-ABC-l  Merrimack  River  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1986.   132  p.,  65  tables,  12  figs. 

84-ABC-2  Stony  Brook  Water  Quality  and  Wastewater  Discharge  Survey  Data,  and 
Analysis.   1987.   xii  +  64  p.  +  appendix,  29  tables,  21  figs. 

84-ABC-3  Merrimack  River  Water  Quality,  Wastewater  Treatment  Plant  and  Water 
Treatment  Plant  Discharge  Survey  Data,  and  Analysis.  1989.  64  p, .  19 
tables,  14  figs. 

84-ABC-4  Merrimack  River  Water  Quality  and  Wastewater  Discharge  Survey  Data, 
Drinking  Water  Treatment  Plant  Data,  and  Water  Quality  Analysis.  199  0. 
94  p.  (including  appendices),  38  tables,  13  figs. 

84-B-l  Merrimack  River  Wastewater  Discharge  Survey  Data.  1976.  34  p.,  25 
tables,  1  fig. 

84-B-2  Merrimack  River  Wastewater  Discharge  Survey  Data.  1977.  15  p.,  10 
tables,  1  fig. 
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84-B-3  Merrimack  River  Wastewater  Discharge  Survey  Data.  1977  and  1978.  30 
p.,  16  tables,  1  fig. 

84-B-4  Merrimack  River  Wastewater  Discharge  Survey  Data.  1981  and  1982.  46 
p.,  11  tables,  1  fig. 

84-B-5  Merrimack  River  Wastewater  Discharge  Survey  Data.  1983  and  1984.  74 
p.,  25  tables,  1  fig. 

84-C-l    Stony  Brook  Water  Quality  Analysis.   1974.   50  p.,  11  tables,  15  figs. 

84-C-2  Merrimack  River  Benthic  Macroinvertebrate  Analysis.  1974.  29  p.,  3 
tables,  9  figs. 

84-C-3  Assessment  of  Unassessed  Waters  in  the  Merrimack  River  Basin  Using 
Rapid  Biological  Monitoring.  1990.  i  +  88  p.  (including  appendix  and 
glossary),  47  tables,  4  figs. 

84-CD-l  Merrimack  River  Water  Quality  Analysis  and  Basin  Plan.  1985.  140  p., 
26  tables,  18  figs. 

84-CD-2  A  Massachusetts  Merrimack  River  Water  Supply  Protection  Initiative. 
199  0.   113  p.  (including  appendices),  8  tables,  9  figs. 

84-D-l  Merrimack  River  Water  Quality  Management  Plan.  1975.  100  p.  + 
appendices,  24  tables,  16  figs. 

84-E-l  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the  stony 
Brook  and  shawsheen  River  Basins.   1974.   73  p.,  22  tables,  21  figs. 

84-E-2  Lake  Attitash  Water  Quality  Study.  1977  and  1978.  120  p.,  9  tables, 
10  figs. 

COASTAL  DRAINAGE  SYSTEM  (9) 

PARKER  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (91) 

AND  IPSWICH  RIVER  BASIN  AND  COASTAL  DRAINAGE  AREA  (92) 

91-A-l     Parker  River  Basin  Water  Quality  Survey  Data.    1968.    12  p.,  5 
tables,  1  fig. 

91-AC-l    Parker  River  Basin  Water  Quality  Survey  Data  and  Deepwater  Habitat 
Assessment.   1984.   vi  +  14  p.  +  appendices,  2  tables,  5  figs. 

92-A-2     Ipswich  River  Basin  Water  Quality  Survey  Data.   1968.   13  p.,  11 
tables,  1  fig. 

92-A-3     Ipswich  River  Basin  Water  Quality  Survey  Data.   1973.   54  p.,  21 
tables,  14  figs. 

92-AB-l    Ipswich  River  Basin  water  Quality  and  Wastewater  Discharge  Survey 
Data.   1982,  1984  and  1985.   66  p.,  31  tables,  2  figs. 

91/92-A-4   Parker  River  and  Ipswich  River  Water  Quality  Survey  Data.   197  8.   93 
p.,  36  tables,  30  figs. 
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92-ABC-l  Ipswich  River  Basin  Water  Quality  and  Wastewater  Discharge  Survey 
Data  and  Water  Quality  Analysis.  1968  and  1969.  43  p.,  21  tables, 
9  figs. 

92/93-AC-l  Essex  and  Ipswich  Estuaries  Water  Quality  Survey  Data  and  Analysis. 
1989  and  1990.  xiii  +  71  p.  (including  appendices),  15  tables,  6 
figs . 

91/92-B-l  Parker  and  Ipswich  River  Basins  Wastewater  Discharge  Survey  Data. 
1976  and  1977.   13  p.,  4  tables,  1  figs. 

91/92-B-2  Parker  and  Ipswich  River  Basins  Wastewater  Discharge  Survey  Data. 
1978  and  1981.   13  p.,  4  tables  1  fig. 

92/91-CD-l  Ipswich  and  Parker  River  Basins  Water  Quality  Analysis  and  Basin 
Plan.   1976.   196  p.  +  appendices,  42  tables,  37  figs. 

92-D-l  Ipswich  River  Basin  Water  Quality  Management  Plan.  1988.  46  p. 
(with  appendices),  10  tables,  10  figs. 

91/92-E-l  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the 
Parker  and  Ipswich  River  Basins.  1978,  1979,  1980  and  1981.  79  p., 
27  tables,  30  figs. 

COASTAL  DRAINAGE  SYSTEM  (9) 

NORTH  SHORE  COASTAL  DRAINAGE  AREA  (93) 

93-A-l  Gloucester  Harbor  Water  Quality  Survey  Data.  1980  and  1982.  43  p.,  25 
tables,  1  figs. 

93-A-2  Salem  Sound  Water  Quality  Survey  Data.  1983.  38  p.,  20  tables,  3 
figs . 

9  3-A-3    Saugus  River  Water  Quality  Survey  Data.   19  82.   16  p.,  7  tables,  1  fig. 

93-A-4  Salem  and  Beverly  Harbors  Tributaries  Water  Quality  Survey  Data.  19  85. 
vii  +  35  p.,  22  tables,  2  figs. 

93-A-5  Salem  Sound  and  Massachusetts  Bay  Dissolved  Oxygen,  Temperature,  and 
Density  Profiles.   1990.   vii  +  42  p.,  2  tables,  8  figs. 

93-ABC-l  North  Shore  Coastal  Water  Quality  and  Wastewater  Discharge  Survey  Data, 
and  Summary  of  Significant  Findings.  1987  and  1988.  xx  +  130  p.,  38 
tables,  20  figs. 

93-B-l  North  shore  Coastal  Drainage  Area  Wastewater  Discharge  Survey  Data. 
1978,  1980  and  1981.   23  p.,  6  tables,  1  fig. 

93-AB-l  North  Coastal  Water  Quality  and  Wastewater  Discharge  Survey  Data.  1976 
and  1977.   53  p.,  33  tables,  3  figs. 

93-D-l  North  Coastal  Water  Quality  Management  Plan.  1975.  52  p.  + 
appendices,  12  tables,  6  figs. 
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COASTAL  DRAINAGE  SYSTEM  (9) 

SOUTH  SHORE  COASTAL  DRAINAGE  AREA  (94) 

94-A-l   North  River  Water  Quality  Survey  Data.   1975.   90  p.,  23  tables,  13 
figs. 

94-A-2   South  Coastal  Drainage  Basin:   Jones  River  water  Quality  Survey  Data. 
1981.   27  p.,  12  tables,  3  figs. 

94-AB-l   North  River  Water  Quality  and  Wastewater  Survey  Data.   1968,  1970  and 
1971.   61  p.,  31  tables,  8  figs. 

94-AB-2   South  Coastal  Water  Quality  and  Wastewater  Discharge  Survey  Data. 
1976.   72  p.,  34  tables,  5  figs. 

94-AB-3  North  River  Water  Quality  and  Wastewater  Discharge  Survey  Data.   1977. 
53  p.,  16  tables,  12  figs. 

94-AB-4   North  River  Water  Quality  and  Wastewater  Discharge  Survey  Data.   1983. 
120  p.,  58  tables,  14  figs. 

94-AC-l   North  River  and  Tributaries  Water  Quality  Survey  Data  and  Analysis. 
1989.   x  +  19  p.  +  appendix,  8  tables,  2  figs. 

94-B-l   North  River  Wastewater  Discharge  Survey  Data.   1975.   16  p.,  6  tables, 

1  fig. 

94-B-2    North  River  Wastewater  Discharge  Survey  Data.   1975  and  1976.   22  p., 

12  tables,  1  fig. 

94-B-3   North  River  and  South  Coastal  Drainage  Wastewater  Discharge  Survey 
Data.   1978  and  1979.   26  p.,  8  tables,  3  figs. 

94-C-l   North  River  Water  Quality  Analysis.   1975,  1977  and  1983.  xii  +  75  p., 
16  tables,  17  figs. 

94-C-2   North  River  Investigation  of  Bacterial  Sources  of  Fecal  Contamination. 
1987.   xvi  +  86  p.  (including  appendix),  6  tables,  5  figs. 

94-D-l   North  River  Water  Quality  Management  Plan.   1975.   69  p.  +  appendices, 

13  tables,  19  figs. 

94-D-2    South  Coastal  Water  Quality  Management  Plan.    1975.    54  p.   + 
appendices,  9  tables,  15  figs. 

94-D-3   North  River  Water  Quality  Management  Plan.   1987.  x  +  41  p.,  5  tables, 

2  figs. 

94-E-l   Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the  North 
River  Basin.   1980.   60  p.,  18  tables,  16  figs. 

COASTAL  DRAINAGE  SYSTEM  (9) 

BUZZARDS  BAY  COASTAL  DRAINAGE  AREA  (95) 

95-A-l   New  Bedford  Harbor  and  Acushnet  River  Water  Quality  Survey  Data.  1971. 
74  p.,  36  tables,  10  figs. 
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95-A-2  Buzzards  Bay  Water  Quality  Survey  Data.  1975.  136  p.,  49  tables,  4 
figs . 

95-A-3  Buzzards  Bay:  Outer  New  Bedford  Harbor  Water  Quality  Study.  1980.  45 
p.,  17  tables,  10  figs. 

95-A-4  Buzzards  Bay  Water  Quality  Survey  Data.  1986.  147  p.,  66  tables,  15 
figs . 

95-A-5  Buzzards  Bay  Research  Bacteriological  Data.  1986.  xviii  +  151  p.,  98 
tables,  18  figs. 

95_A-6  Buzzards  Bay  Sediment  Data  Report.  1985  and  1986.  xviii  +  75  p.,  15 
tables,  37  figs. 

95-A-7  Buzzards  Bay  Water  Quality  Survey  Data.  1986.  xxii  +  104  p.,  69 
tables,  9  figs. 

95-B-l  Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1975.  38  p.,  18 
tables,  1  fig. 

95-B-2  Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1975  and  1976.  47  p., 
27  tables,  1  fig. 

95-B-3  Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1975,  1976  and  1977. 
62  p.,  37  tables,  1  fig. 

95-B-4  Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1978  and  1979.  33  p., 
13  tables,  2  figs. 

95-B-5  Buzzards  Bay  Wastewater  Discharge  Survey  Data.  1982,  1983,  1985,  1986 
and  1987.   55  p.,  19  tables,  1  fig. 

95-C-l  Buzzards  Bay  Investigation  of  Different  Bacterial  Indicators  to 
Evaluate  Nonpoint  Sources  of  Fecal  Contamination.  1986.  xii  +  124  p. 
(including  appendix),  12  tables,  14  figs. 

95-C-2  Buzzards  Bay  Cranberry  Bog  Input  Study.  1986.  ix  +  91  p.  +  appendix, 
24  tables,  19  figs. 

95-C-3  Buzzards  Bay  Caged  Mussel  Pilot  Biomonitoring  Study.  1987  and  1988. 
ix  +  103  p.  (including  appendices),  21  tables,  17  figs. 

95-CD-l  Buzzards  Bay  Water  Quality  Analysis  and  Basin  Plan.  1977.  109  p.  + 
appendices,  22  tables,  11  figs. 

95-E-l  Baseline  Water  Quality  studies  of  Selected  Lakes  and  Ponds  in  the 
Buzzards  Bay  Drainage  Area.  1979  and  1980.  58  p.,  12  tables,  15 
figs. 

95-E-2  White  Island  Pond  Water  Quality  Study.  1976,  1977  and  1978.  92  p.,  18 
tables,  14  figs. 

COASTAL  DRAINAGE  SYSTEM  (9) 

CAPE  COD  COASTAL  DRAINAGE  AREA  (96) 

96-AB-l  Cape  Cod  Water  Quality  and  Wastewater  Discharge  Survey  Data.  1975  and 
1976.   130  p.,  5  tables,  25  figs. 
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96-B-l  Cape  Cod  Wastewater  Discharge  Survey  Data.  1982  and  1983.  37  p.,  22 
tables,  2  figs. 

96-C-l    Herring  River  Survey.   1983.   35  p.,  10  tables,  2  figs. 

96-D-l  Cape  Cod  Water  Quality  Management  Plan.  1975.  61  p.  +  appendices,  11 
tables,  5  figs. 

96-E-l    Johns  Pond  Diagnostic  and  Feasibility  Study.   1978,  1979  and  1980. 
159  p.,  28  tables,  17  figs. 

96-E-2  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the  Cape 
Cod  Drainage  Area  (Volume  1).  1979,  1980,  1981,  1982  and  1983.  156 
p.,  58  tables,  79  figs. 

96-E-3  Baseline  Water  Quality  Studies  of  Selected  Lakes  and  Ponds  in  the  Cape 
Cod  Drainage  Area  (Volume  2).  1978,  1980,  1982  and  1983.  145  p.,  58 
tables,  78  figs. 

COASTAL  DRAINAGE  SYSTEM  (9) 

ISLANDS  COASTAL  DRAINAGE  AREA  (97) 

97-A-l  Nantucket  Island  Water  Quality  Study.  1978.  50  p.,  13  tables,  14 
figs . 

97-AB-l  Martha's  Vineyard  Water  Quality,  Groundwater  and  Wastewater  Discharge 
Survey  Data.   1975  and  1976.   69  p.  +  appendices,  16  tables,  15  figs. 

97-AC-l  Nantucket  Harbor  Water  Quality  Survey  Data  and  Summary  of  significant 
Findings.   1988.   xiv  +  48  p.,  5  tables,  4  figs. 

97-B-l  Martha's  Vineyard  Wastewater  Discharge  Survey  Data.  1984.  22  p.,  7 
tables,  2  figs. 

97-D-l  Islands  Water  Quality  Management  Plan.  1975.  49  p.  +  appendices,  9 
tables,  8  figs. 
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III.  MISCELLANEOUS  PUBLICATIONS  LISTING 
STATEWIDE 

MS-A-1    Massachusetts  Clean  Waters  Act  and  Related  Water  Pollution  Laws.   1980. 
63  p. 

MS-A-2   Water  Quality  Standards  Summary.   1971.   72  p.  +  appendices,  4  tables, 
30  figs. 

MS-A-3    Massachusetts  Water  Quality  Standards.   1978.   82  p.,  27  tables,  28 
figs . 

ms-a-4   Massachusetts  Surface  Water  Quality  standards.   19  84.   114  p.,  32 
tables,  36  figs. 

MS-A-5   Massachusetts  Surface  Water  Quality  Standards.   1990.   iv  +  106  p.,  32 
tables,  33  figs. 

MS-B-1   Classification  and  Segmentation  of  Massachusetts  River  Basins  and 
Coastal  Zones.   1976.   222  p.,  81  tables,  58  figs. 

MS-c-1   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.   1977.   110  p. 
+  appendices,  21  tables. 

MS-C-2   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.   1978.   192  p. 
+  appendices,  25  tables. 

MS-C-3    Commonwealth  of  Massachusetts  Summary  of  Water  Quality.   1979.  349  p., 
26  tables,  1  fig. 

MS-c-4   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.  1982.  212  p., 
28  tables,  28  figs. 

MS-C-5   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.  1984.  147  p., 
37  tables,  2  figs. 

MS-C-6    Commonwealth  of  Massachusetts  Summary  of  Water  Quality.   1986.  ix  +  45 
p.,  12  tables,  2  figs. 

MS-C-7   Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  I  - 
Massachusetts  Surface  Water  Quality  Standards.   19  86.   11  p. 

MS-C-8    Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  II  - 
Massachusetts  Lake  Classification  Program.   1986.   31  p. 

MS-c-9   Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  III  - 
Basin/Segment  Information.   1986.   iv  +  183  p.,  44  tables,  34  figs. 

MS-C-10   Commonwealth  of  Massachusetts  Summary  of  Water  Quality.   1988.   viii  + 
66  p.,  17  tables,  2  figs. 

MS-C-11   Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  I  - 
Massachusetts  Surface  Water  Quality  Standards.   1988.   11  p. 

MS-c-12   Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  II  - 
Massachusetts  Lake  classification  Program.   1988.   192  p. 

MS-C-13   Commonwealth  of  Massachusetts  Summary  of  Water  Quality  -  Appendix  III  - 
Basin/Segment  Information.   1988.   vi  +  177  p.,  32  tables,  34  figs. 
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MS-C-14  Commonwealth  of  Massachusetts  summary  of  Water  Quality  -  Appendix  IV  - 
Non-Point  Source  Assessment  Report.   1988.   ii  +  157  p. 

MS-C-15  Commonwealth  of  Massachusetts  summary  of  Water  Quality  -  Executive 
Summary.   1990.   ii  +  8  p.,  6  figs. 

MS-C-16  Commonwealth  of  Massachusetts  Summary  of  Water  Quality.  1990.  iv  +  88 
p.,  30  tables,  6  figs. 
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